
CASH PAYMENT OF US VISA FEES 


CGI REFERENCE NUMBER : 

730164639183 

VISA TIER (1-4): 

1 

US DOLLAR AMOUNT: 

$160 


INSTRUCTIONS FOR APPLICANTS 


1 . This advice slip must be used to make your Visa Fee payment at Citibank/ Axis Bank branches. 

2. The Visa Fee amount shall be paid in Indian Rupees (INR). The correct exchange rate can be 
obtained from the teller at the bank branch where the deposit is being made. 

3. Each applicant must make only one visa fee payment per advice slip. Print one copy of this advice 
slip and submit it at Citibank/ Axis Bank branch to complete payment. 

4. The Visa Fee is dependent on the type of visa for which you are applying. Verify the "Visa Tier" 
contains the correct USD equivalent amount (payment is in INR). 

5. Once the payment has been made, you may return to http://portal.ustraveldocs.com/ and enter the 
bank reference number provided in your bank receipt (not the advice slip). 

6. For any issues, please visit http://www.ustraveldocs.com/in/index.html and click CONTACT US to 
submit an inquiry. 

7. Visa fee payments are non-refundable and must be paid in INR 

8. Visa fee receipt is non-transferable and cannot be used for other person. 


INSTRUCTIONS FOR BANK TELLERS 


1 . Please verify the CGI Reference number and dollar amount and collect the correct INR amount 
corresponding to the CGI reference number. 

2. Please RETAIN this advice slip and issue the applicant a payment acknowledgement. 

3. The payment acknowledgement must contain a bank reference number. 
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